
Complete and ready to use... 
the MODEL 980 Computer from Tl 


Complete hardware and software, ready for use in a new mini¬ 
computer. For scientific data processing, communications 
systems.The 980 gives you exceptional reliability through the 
use of solid state components. Memory expandable to 65,536 
words. One microsecond memory cycle time. Both 
memory and peripheral devices easily added in 
field. Three basic package configurations fit the 
computer to any required application. Mail this 
card for more information. 
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